Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 7/27/2010 12:02:52 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: RE: DPH Server move 


Thanks Jim. Do you know if Helen is on vacation? i have not received any responses from her lately. 

Stephen Lobik 

Capita! Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

■■M 

(F) 413-545-3684 
slobik@facii.umass.edu 

From: Hanchett, James (DPH) [mailto:James.Hanchett@state.ma.us] 

Sent: Tuesday, July 27, 2010 7:08 AM 

To: Lobik Stephen 

Subject: RE: DPH Server move 

Does not matter, there will be some one here from 7:00m - 5:00. 

Jim 


From: Lobik Stephen [mailto:slobik@facil.umass.edu] 
Sent: Monday, July 26, 2010 1:09 PM 
To: Hanchett, James (DPH); Taugher, Helen (DPH) 
Subject: DPH Server move 


Jim and Helen, 

I am trying to finalize the move of the server on August 10 th and would like to know if there is a particular time 
of day you would prefer this takes place. The server will be down from 1 to 3 hours depending how easily the 
wire pulls. Please let me know. 


Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 


Folk OIG PRR 095932 







University of Massachusetts 


(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 


Folk OIG PRR 095933 



